THOMPSON'S COMMUNITY SERVICE, 1220 CHICKASAW, PARIS, TENNESSEE 


Modernly lighted gravel walks wind through 
4 miles of underground caverns. Numerous 
streams are well, bridged. Air-conditioned by 
Mother Nature at a temperature of 56 degrees 
Fdrenheit. 

Orchestras of radio fame play here weekly 
during the summer season. 
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C-24—Dance Floor and Main Entrance to Rov Acuif's Dunbar Cave , Clarksville, Tenn. 
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